THE   TIMES   HISTORY   OF   THE   WAR.
ON   BOARD   A   FRENCH   SUBMARINE. A petrol motor of 360 horse-power.
buoyancy. The electric storage batteries in the later shipu are supposed to give a radius submerged of about 100 miles at 4 knots, which would be quite sufficient to enable the boat to get out of the .visible range of attack by torpedo-boat destroyers or other craft. But, when convenient, the main propelling Diesel engines are used to re-charge the storage batteries by the working of the inotor generator.
In the case of all German boats, particularly those of the earlier and smaller class, the effective radius down the Channel was increased by the capture in November of Zeebrugge, which was subsequently used as a base. A glance at tho map will show that Zeebruggo is much nearer the track of ships in the Channel than the bancK within Heligoland. Calais would be still more effective.
(Russell.
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